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UNCLASSIFIED 

PAGE 01 KINGST 03485 212044Z 
ACTION SCS-06 

INFO OCT-01 ISO-OO VA-01 /008 W 

001892 212142Z/70 

P 211931Z APR 78 

FM AMEMBASSY KINGSTON 

TO SECSTATE WASHDC PRIORITY 0814 

UNCLAS KINGSTON 3485 

E.O. 11652: N/A 
TAGS: CFED 

SUBJECT: REPLACEMENT OF VA BURIAL FLAG 


Message Text 


REF: KINGSTON 2260; DEPT’S. A-5613 NOV. 18, 1976 

1 . DEPARTMENT REQUESTED CONTACT VETERANS ADMINISTRATION 
ATTEMPT EXPEDITE SHIPMENT VA BURIAL FLAG TO KINGSTON SOONEST. 


2. POST HAD REQUESTED REPLACEMENT VA BURIAL FLAG JUNE 
21, 1977 UNDER VA FORM 07-2008. LAST FLAG WAS GIVEN TO 
WIDOW OF VETERAN JOSEPH SPARKS NORWOOD. IN SPITE 
SUBMISSION REQUIRED FORM AND FOLLOW UP TELEGRAM 2260 
REPLACEMENT FLAG NOT RPT NOT RECEIVED. 


3. EMBASSY REQUESTS CONSIDERATION BEING ISSUED TWO VA 
FLAGS TO KEEP ON HAND IN CONSULAR SECTION. WE WERE 
RECENTLY UNABLE SUPPLY REQUESTED FLAG TO RELATIVE OF 
VETERAN FOR LATTER'S BURIAL BECAUSE WE HAVE HAD NO FLAG 
IN STOCK SINCE JUNE 1977. 

IRVING 


UNCLASSIFIED 
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